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ACTION COME-00 

INFO OCT-01 EUR-25 10-14 ISO-00 EB-11 AGR-20 CEA-02 

CIAE-00 DODE-00 FRB-02 H-03 INR-10 INT-08 L-03 LAB-06 

NSAE-00 NSC-07 PA-04 RSC-01 AID-20 CIEP-02 SS-20 

STR-08 TAR-02 TRSE-00 USIA-15 PRS-01 SP-03 FEA-02 

OMB-01 SWF-02 DRC-01 /194W 

095326 

R041630Z APR74 
FM AMEMBASSY THE HAGUE 
TO SECSTATE WASHDC 3306 
INFO AMEMBASSY BONN 
AMEMBASSY BRUSSELS 
AMEMBASSY COPENHAGEN 
AMEMBASSY DUBLIN 
AMEMBASSY LONDON 
AMEMBASSY LUXEMBOURG 
AMEMBASSY PARIS 
AMEMBASSY ROME 
USMISSION EC BRUSSELS 
USMISSION GENEVA 
USMISSION OECD PARIS 


LIMITED OFFICIAL USE THE HAGUE 1723 
E.O. 1652: N/A 

TAGS: EIND, BTRA, BE, GW, DA, El, NL, UK, LU, FR, IT 
SUBJECT: EC HARMONIZED STANDARDS DIRECTIVE ON ELECTRICAL 
EQUIPMENT DESIGNED FOR USE WITHIN CERTAIN 
VOLTAGE LIMITS (73/23/EEC) 

REE: STATE 050096 

NETHERLANDS HOPING TO IMPLEMENT SUBJECT DIRECTIVE IN LATE 
AUGUST 1974 (AT END 18-MONTH PERIOD CALLED EOR IN DIRECTIVE), 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 
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BUT NOT OPTIMISTIC OVER CHANCES OF COMPLETING ALL WORK BY 
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THAT DATE. IF WORK NOT COMPLETED, IMPLEMENTATION EXPECTED 
TO BE DELAYED. 

GOULD 


LIMITED OFFICIAL USE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: STANDARDS, ELECTRICAL INDUSTRY, ELECTRIC APPLIANCES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 04 APR 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974THEHA01723 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740077-0790 
From: THE HAGUE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 974/newtext/t1 9740466/aaaacita.tel 

Line Count: 64 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: STATE 050096 

Review Action: RELEASED, APPROVED 

Review Authority: golinofr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 01 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 APR 2002 by boyleja>; APPROVED <06 JUN 2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EC HARMONIZED STANDARDS DIRECTIVE ON ELECTRICAL EOUIPMENT DESIGNED FOR USE WITHIN CERTAIN 
TAGS: EIND, BTRA, BE, GE, DA, El, NL, UK, LU, FR, IT 
To: STATE 
Type: TE 
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